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Town of Arlington, MA- Agenda 07/12/2011 



Town of Arlington, Massachusetts 
730 Massachusetts Ave., Arlington, MA 02476 
Phone: 781-316-3000 

webmaster@town.arlington.ma.us 


Agenda 07/12/2011 


Public Meeting Notice 


The Arlington, Belmont, Cambridge Flooding Working Group (ABC Working Group) will meet on Tuesday, July 12, 2011 at 6:00 p.m 
in the Selectmen's Hearing Room, 2nd Roor, Town Hall. 


Agenda 

1. Approval of Meeting Minutes for May 10th, 2011 

2. Discussion of Rep. Brow nsberger's meeting w ith DCR Commissioner 
Lambert on June 20th 

a. Mystic Lakes Dam - almost completed 

b. Craddock Bridge - 2013 Design/Permitting Phases 

c. 4th Pump for Amelia Earhart Dam - Hydrological Study 2012 

d. Dredging of Alew ife Brook - Low DCR priority 

e. Blair Fbnd dredging - July 2011 Bid, Construction in the fall 

3. Proposed Meetings for the rest of 2011 

a. Tuesday, September 13th (Labor Day is September 5th) 

b. Tuesday, November 8th (Veterans Day is Friday, November 11th) 

4. Discussion of Steve Kaisar's rain data 

5. Other Business 
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